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SUBJECT: FOREIGN GOVERNMENT TENDER: PREQUALIFICATION APPLICA- 
TION FOR GOLKOY AND KARABABA DAMS AND HYDROELECTRIC 
POWERPLANTS - FINAL DESIGN 
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10. 9921 1XX, 995102, 9918102, FINAL DESIGN ENGINEERING WORKS 

RELATED TO TWO DAMS AND POWER PLANTS KNOWN AS KARABABA (800 MW) 
AND GOLKOY (500 MW) TO BE LOCATED DOWNSTREAM ON LOWER EUPHRATES. 
GOLKOY DAM CONCRETE GRAVITY STRUCTURE AITH HEIGH OF 87 METERS 
ABOUVE FOUNDATION LEVEL, CREST LENGTH OF 320 METERS AND CONCRETE 
VOLUME OF 520,000 CUBIC METERS. BOLKOY POWER HOUSE IS SEMI- 
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OUTDOOR TYPE AND WILL CONTAIN FOUR UNITS EACH 125 MW. KARABABA 
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CONCRETE BUTTRESS DAM WILL BE LOCATED 152 KM. DOWN- STREAM FROM 
GOLKOY WITH MAXIMUM HEIGH 120 METERS ABOVE FOUNDATION. KARA- 
BABA POWERHOUSE WILL INCLUDE FIVE UNITES EACH 160 MW. THESE 
PROJECTS INCLUDED IN LOWER EUPHJATES BASIN AND FEASIBILITY 
REPORT COMPLETED IN 1970 BY ELECTRO-WATT (SWISS), TIPTON AND 
KALMBACK (US). SOCIETE GENERALE POUR L'INDUSTRIE (SWISS) AND 
GIZBILI CONSULTING ENGINEERS ( TURKISH). 

WORK TO BE PERFORMED BY FOREIGN SPECIALIZED ENGINEERING FIRM OR 
FIRMS (IN CONSORTIUM WITH TURKISH ENGINEERING FIRMS) INCLUDE 
REVIEW EXISTING PROJECT REPORTS, DOCUMENTS; RESTUDY SUGGESTED 
DAM TYPE AND PREPARATION PERTINENT FINAL DESIGNS. DSI REQUIRES 
THAT FOREIGN ENGINEERING FIRMS (A) APPLY AS CONSORTIUM WITH 
TURKISH ENGINEERING FIRM OR FIRMS; (B) HAVE PERFORMED OR 
COMPLETING ENGINEERING SERVICES ON DAM PROJECTS OVER 100 METES 
HEIGHT AND POWER PLANTS WITH CAPACITY EXCEEDING 200 MW UNDER 
FINANCING BY WB OR EIB, OR ALTERNATIVE BE PREQUALIFIED FOR 
ENGINEERING SERVICES FOR THE SAME CAPACITY PROJECTS UNDER 
FINANCING OF WB OR EIB; (C) DOCUMENTS TO BE SUBMITTED TOGETHER 
WITH APPLICATIONS INCLUDE: DETAILED INFORMATION ON SIMILAR 
COMPLETED PROJECTS OR UNDER PREPARATION; WORK EXPERIENCE DATA 
ON CONSORTIUM TECHNICAL STAFF, ORGANIZATION, PERDORMANCE AND 
CAPABILITY. APPLICATIONS BY TELEGRAM AND POSTAL DELAYS WILL NOT 
BE TAKEN INTO CONSIDERATION. 

1 1 . FINAL ENGINEERING DESIGNS TO BE FINANCED BY TURKISH GOVERN- 
MENT'S OWN FOREIGN EXCHANGE. THIS PHASE IS ESTIMATED AT $1.5 
OR $2 MILLION. DSI WILL SUPPLY PREQUALIFIED CONSORTIUM GROUPS 
WITH SPECIFICATIONS FOR PROPOSALS TO BE EVALUATED ON NEGOTIATION 
BASIS. EMBASSY UNDERSTANDS FOREIGN COMPETITORS (OR CONSORTIUM 
PARTNERS) MAY INCLUDE SOFRELEC (FRENCH), EPDC (JAPANESE), MOTOR 
COLOMBUS (SWISS), MONTREAL (CANADIAN), ACRES (CANADIAN). FINAL 
DESIGN CONTRACT ON KARAKAYA DAM AND HYDROELECTRIC PROJECT (1500 
MW) WAS AWARDED TO ELEKTROWATT (SWISS) LED CONSORTIUM 
WHICH INCLUDED TAMS (US), SOCIATE GENERALE POUR L'INDUSTRIE 
(SWISS), KUTLU DOLUCA (TURKISH). DSI CURRENT PROJECTS MIGHT 
INTEREST AMERICAN FIRMS: TAMS, HARZA, EBASCO, BURNS & ROE, 

BECHTEL, IECO. 
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